HEATHKIT RECORD PLAYER 


MODEL RP-]1 


AMPLIFIER SPECIFICATIONS 


Tube Complement. ..........00: sees eee een renee 12AX7 Voltage Amplifier and Phase Splitter 
2 - 35C5 Push-Pull Power Amplifiers 
35W4 Rectifier 


GOnCPOIS ius. 4 ¥ weeingee eee eaprenanereraneraverenerentcemon diode) os annie Compensated Volume Control 
Separate Tone Control 

Power Requirements. ......-. 0.02 cece eee eee 117 volt 60 cycle AC, 45 watts 
FEATURES 

Record Changer. ....-- cece cece cece e teen eens Three speed, Automatic shut-off 

Speakers... . 0. eee eee eee et eee 2 - 6" matched 

Gabinete ic. anes Hs wa oe MS Doe ee ode ELE DE RESS & Proxylin Impregnated Fabric Covered 

DITCH SION Sie co eas k et aa ws as PR eset sea Sisey ae ssrenenanet Biv 16 3/4" x 12 1/4" x 10 1/2" high 


Shipping Weight.......... 00. c sees ee eee eee eee 30 lbs. 
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